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Fire  Commissioners'  Report 


San  Francisco,  July   1,    1913. 
Hon  James  Rolph,  Jr., 

Mayor  of  the  City  and  County  of  Snn  Francisco. 

Dear  Sir: — In  compliance  with  the  provisions  of  Section  9,  Article  XVI, 
of  the  Charter  of  the  City  and  County  of  San  Francisco,  the  Board  of  Fire 
Commissioners  of  said  City  and  County  do  hereby  submit  and  present  its  annual 
report  for  the  fiscal  year  ending  June  30,  1913,  containing  a  statement  of  the 
expenditures  of  the  Fire  Department  and  a  report  of  the  Chief  Engineer  showing 
the  conditions,   etc.,   of  the  department. 


ORGANIZATION. 

The  department,  as  it  is  now  constituted,  consists  of  a  Board  of  Fire  Com- 
missioners of  four  members,  a  Secretary,  a  Chief  Engineer,  one  first  assistant 
chief  engineer,  one  second  assistant  chief  engineer,  eleven  battalion  chiefs,  forty- 
five  fire  engine  companies,  twelve  hook-and-ladder  companies,  twelve  chemical  com- 
panies, two  water  tower  companies,  three  monitor  batteries,  two  fire  boat  com- 
panies and  three  relief  engine  companies,  and  employes  of  the  corporation  yard 
repair  shops,  department  stables  and  auxiliary  high  pressure  water  system  num- 
bering in  all  872  men,   of  which  782   constitute  the  present  uniform  force. 


BOARD   OF   FIRE   COMMISSIONERS. 

WILLIAM    H.    HAMMER,    President    Term   expires,   January    8,  1917 

HENRY  U.  BRANDENSTEIN  Term   expires,   January   8,  1916 

JAMES    E.    DILLON Term   expires,    January   8,  1915 

EUGENE  E.  PFAEFFLE Term  expires,   January   8,  1914 

FRANK  T.  KENNEDY Secretary. 

OFFICERS  OF  THE  SAN  FRANCISCO   FIRE  DEPARTMENT. 

Thomas  R.  Murphy Chief   Engineer 

John   R.    Maxwell First   Assistant   Chief   Engineer 

James  F.  Layden  Second  Assistant   Chief  Engineer 

Michael   O'Brien   Battalion   Chief 

James  P.  Britt  Battalion   Chief 

Michael  Boden  Battalion  Chief 

Charles  R.  Murray  Battalion   Chief 

John  Wills Battalion   Chief 

George  Bailey  Battalion   Chief 

Thomas  J.   Murphy   Battalion   Chief 

John  J.   Conlon  Battalion  Chief 

James    Radford    Battalion   Chief 

Walter  A.  Cook  Battalion    Chief 

Stephen  D.  Russell  Battalion   Chief 
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DETAILS   OF  ORGANIZATION. 

(Salaries  provided  by  Charter  or  by  Ordinance.) 

No.  Salary  Per  Annum. 

4      Commissioners,    each    , $1,200 

1      Secretary    2,400 

1      Chief  Engineer  5,000 

1      First   Assistant    Chief   Engineer   3,600 

1  Second   Assistant   Chief   Engineer   3,000 

11      Battalion   Chiefs,   each   2,700 

14      Chiefs'    Operators,    each    1,500 

45      Captains  of  Engine  Companies,  each  , 1,860 

45      Lieutenants  of  Engine  Companies,   each   1,710 

45      Engineers  of  Engine  Companies,  each  1,680 

45      Drivers  of  Engine  Companies,  each  1,440 

45      Stokers  of   Engine   Companies,    each   1,440 

270      Hosemen  of  Engine   Companies,   each   1,440 

2  Captains  of  Relief  Engine  Companies,   each  1,860 

2      Lieutenants  of  Relief  Engine  Companies,  each  1,710 

Hosemen  of  Relief  Engine  Companies,   each  1,440 

Captains   of   Hook-and-Ladder   Companies,    each   1,860 

Lieutenants  of  Hook-and-Ladder  Companies,   each   1,710 

Drivers  of  Hook-and-Ladder  Companies,    each  1,440 

Tillerinen   of  Hook-and-Ladder  Companies,   each   1,440 

Truckmen  of  Hook-and-Ladder  Companies,   each   1,440 

Captains  of  Chemical   Companies,   each   1,860 

Lieutenants  of  Chemical  Companies,  each  1,710 

Drivers  of  Chemical   Companies,   each   1,440 

Hosemen  of  Chemical  Companies,   each  1,440 

2      Captains  of  Water  Tower  Companies,  each  1,860 

2      Lieutenants  of  "Water  Tower  Companies,   each  1,710 

2      Drivers  of  Water  Tower  Companies,   each   1,440 

2  Hosemen   of  Water  Tower  Companies,   each   1,440 

3  Drivers  of  Monitor  Batteries,  each  1,440 

2      Captains  of  Fire  Boat   Companies,   each  1,860 

2      Lieutenants  of  Fire  Boat  Companies,  each   1,710 

4  Pilots  of  Fire  Boat   Companies,   each 2,100 

4     Engineers  of  Fire  Boat  Companies,  each  2,100 

6  Marine  Firemen  of  Fire  Boat   Companies,   each  1,200 

24      Hosemen   of  Fire  Boat  Companies,   each   1,440 

4  Engineers  of  Relief  Fire  Boat  Companies,   each   2,100 

2  Marine  Firemen  of  Relief  Fire  Boat  Companies,   each  1,200 

1      Superintendent    of    Engines    2,700 

1      Clerk    and    Commissary    1,800 

1      Superintendent   of    Horses    1,860 

7  Hydrantmen,   each  1,200 

8  Hostlers,    each    1,200 

3  Draymen,   each  1,200 

5  Watchmen,    each    1,200 

1      Physician    and    Surgeon    1,800 

1      Chief  Engineer  of  High  Pressure  Water  System  Pumping  Plant 2,100 

1      Assistant  Engineer  of  High  Pressure  Water  System   Pumping  Plant  1,500 

3     Firemen  of  High  Pressure  Water  System  Pumping  Plant,  each 1,200 

1      Foreman  Gateman  of  High  Pressure  Water  System 1,500 

1      Assistant   Foreman  High  Pressure   Water   System 1,440 

3      Gatemen  for  High  Pressure  Auxiliary  Water  System,  each 1,200 
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Under  the  provisions  of  the  Charter,  drivers,  stokers,  tillermen,  hosemen  and 
truckmen  receive  $1,200  per  annum  for  the  first  year  of  service,  $1,320  for 
the  second  year  and  $1,440  for  the  third  year  and  thereafter. 

APPROPRIATION   AND   EXPENDITURES. 
Total    Appropriation    $1,582,901.00 

Salaries — 

Auxiliary   Fire   Protection $  14,705.20 

Corporation   Yard 46,714.30 

Harness  Shop  5,430.00 

Horseshoeing   Shop   6,245.00 

Hydrantmen   8,400.00 

Office  10,665.00 

Paint    Shop    ,.  5,791.15 

Department   Stables   12,620.00 

Uniform   Force    1,165,595.80      $1,276,160.45 

Material,   Supplies  and  Maintenance — 

Apparatus    (New)    $  666,261.60 

Auxiliary   Fire   Protection 11,386.36 

Fire  Boats  7,481.25 

Forage  50,317.45 

Fuel    21,314.67 

Furniture  3,483.37 

Garbage  Removal  : 3,000.00 

Harness  and  Repairs   2,517.90 

Horses   2,782.50 

Hose  26,875.00 

Horseshoeing    4,597.70 

Hydrants     7,200.51 

Material    (corporation    yard)....  33,578.77 

Office  1,042.42 

Paint   Shop   1,365.88 

Rent     : 1,710.00 

Stables    270.70 

Supplies   17,355.26 

Carried  forward  to  App.   Acct...  6,498.00           269,404.34 

Total  Expenditures   1,545,570.79 

Surplus  Remaining  $       37,330.21 


Chief  Engineer's  Report 


Headquarters  Fire  Department, 

San   Francisco,   July    1,    1913. 
To  the  Honorable, 

The  Board  of  Fire  Commissioners. 

Gentlemen: — I  respectfully  beg  leave  to  submit  my  annual  report  for  the 
fiscal  year  ending  June  30,  1913,  together  with  such  recommendations,  etc.,  as 
in  my  judgment  I  deem  necessary  and  proper  to  promote  the  efficiency  of  the 
Department. 

FIRES. 

During  the  past  year  the  department  responded  to  1,110  alarms  of  fire 
received  from  street  and  automatic  fire  alarm  boxes,  of  which  number  1,040  were 
single  alarms,  56  second  alarms  and  14  third  alarms.  The  Department  also 
responded  to  1,123  direct  and  still  alarms  during  the  year  received  verbally  and 
by  telephone,  making  a  total  of  2,233  alarms  of  fire  responded  to,  which  is  an 
increase  of  462   alarms  over  those  of  the  previous  year. 

LOSSES  BY  FIRE,   INSURANCE   AND   AMOUNT  PAID. 

Insurance 

1912.  Loss.  Insurance.  Paid. 

July   $       81.126.45        $       472,914.00          $   53,278.04 

August     72,560.66  127,325.00  48,835.60 

September     150,549.25  635,178.00  108,717.60 

October     237,517.89  1,141,128.28  226,546.37 

November     115,512.78  418,931.50  85,854.33 

December     54,363.17  297,525.00  36,781.99 

1913. 

January     . 64.014.92  668,275.00  54,706.28 

February 83,173.84  1,039,063.01  71,495.81 

March    56,153.87  997,923.77  51,092.20 

April     56,263.04  856,729.10  47,835.24 

May    101,561.11  3,102,486.50  73,767.85 

June    30,971.34  659,451.39  27,014.92 

$1,103,768.32        $10,416,930.55          $885,926.23 
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STATEMENT    OF   THE    KIND    OF   APPARATUS,    CLASS,    NUMBER    OF    MEN 

EACH   COMPANY    FOR    THE    FISCAL 


COMPANY   AND   KIND  OF  APPARATUS. 
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AND  HORSES.  ALARMS  RESPONDED  TO  AND  DUTY  PERFORMED  BY 
YEAR  ENDING  JUNE  30,  1913. 
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STATEMENT    OF   THE   KIND    OF   APPARATUS,    CLASS,    NUMBER   OF    MEN 

EACH  COMPANY  FOR  THE  FISCAL 


COMPANY    AND    KIND     OF    APPARATUS. 
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ical     and.     hose      wagon, 
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Chemical   Co.   No.      9 — Holloway,    double,    60   gallon    

Chemical   Co.   No.    10 — Champion,    double,    60    gallon   

Chemical   Co.   No.   11 — Pope     Hartford,     double,     80 

First 

Chemical  Co.   No.   12 — Champion,   double,    100   gallon  .... 

3 
3 

Fire  Boat  Co.   No.   1 — with    Pope    Hartford    tender 

First 

Fire   Boat   Co.   No.    2 — with      combination      chemical 

First 
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AND    HORSES,    ALARMS    RESPONDED    TO    AND    DUTY    PERFORMED    BY 
YEAR   ENDING   JUNE    30,    1913. — Continued. 
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APPARATUS. 

The  following  apparatus  is  in  good  condition  and  in  regular  service  in  the 
department:  Forty-five  steam  fire  engines  (one  tractor  drawn);  twelve  hook- 
and-ladder  trucks  (one  tractor  drawn),  eight  straight  chemicals  (horse  drawn), 
two  straight  chemicals  (motor  driven)  and  two  combination  chemicals  and  hose 
wagons  (horse  driven),  two  water  towers  (horse  drawn),  three  monitor  bat- 
teries (horse  drawn),  two  fire  boats,  one  combination  hose  and  chemical  as  fire 
boat  tender  (horse  drawn),  one  hose  tender  for  fire  boats  (motor  driven),  five 
automobiles  for  Chief,  nine  buggies  for  Chiefs,  forty-three  hose  wagons  (horse 
drawn),  two  hose  wagons  (motor  driven)  125  portable  fire  extinguishers,  119,250 
feet  of  cotton  hose,  all  sizes,  and  6,150  feet  of  rubber  chemical  hose. 

In  addition  to  the  above  there  is  also  the  following  apparatus  and  vehicles 
for  relief  and  other  purposes  in  the  department:  Nine  steam  fire  engines,  13 
hosewagons,  3  hook-and-ladder  trucks,  2  straight  chemicals,  2  straight  chemicals 
(motor  driven),  25  buggies,  7  delivery  wagons,  1  delivery  truck  (motor  driven), 
4  supply  wagons,  1  delivery  truck  (horse  drawn),  2  hay  wagons,  1  oil  wagon, 
9  hydrant  carts,  3  breaking  carts,  1  hose  carriage,  2  hose  reels,  1  wrecking 
wagon,  2  automobiles  for  Chiefs,  12,900  feet  of  new  cotton  hose,  all  sizes,  15,600 
feet  cotton  watchline  hose,  all  sizes,  450  feet  of  rubber  chemical  hose. 

NEW  APPARATUS  ACQUIRED. 

During  the  past  year  the  following  new  apparatus  has  been  purchased  by 
the  department: 

Two  straight  chemical  engines,  double   80-gallon,  motor  driven. 
Five  combination  hose  and  chemical  wagons,  motor  driven. 
One  hook-and-ladder  truck,  tractor  drawn. 
One  hose  tender  wagon,  motor  driven. 
One  tractor  motor  for  steam  fire  engine. 
Four  Chiefs'  automobiles. 

HOSE   PURCHASED. 

7,50 J   feet   of   l^-meh   cotton,   rubber  lined   hose. 

20,000   feet  of   2  % -inch   cotton,   rubber  lined  hose. 

5,000   feet  of   3  ¥2 -inch   cotton,   rubber   lined  hose. 

In  addition  to  the  above,  the  following  motor  driven  apparatus  and  hose  has 
been  contracted  for  out  the  year's  appropriation  but  not  yet  delivered  to  the 
Department : 

One  hook-and-ladder  truck. 

Two  second  size  steam  fire  engines,  tractor  drawn. 

One  straight  chemical  engine,  double  80-gallon. 

5,000  feet  of  one-inch  rubber  chemical  hose. 

NEW   BUILDINGS. 

The  following  new  buildings  were  completed  for  the  department  during  the 
year: 

Two-story  and  basement  class  "C"  building  on  the  east  side  of  Stockton 
street  near  Greenwich  for  Engine  Co.  28  and  a  Battalion  Chief  headquarters. 

Two-story  and  basement  class  "C"  building  on  the  west  side  of  Twelfth 
avenue  between  Geary  and  Anza  streets  for  Engine  Co.  46,  a  new  truck  com- 
pany and  a  chemical  company. 
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One-story  frame  building  on  east  side  of  Nineteenth  avenue  between  Quin- 
tara   and  Rivera   streets  for  Chemical   Co.    12. 

Two-story  and  basement  class  "C"  building  at  Wilde  avenue  and  Girard 
streets  for  Engine   Co.   47. 

A  two-story  and  basement  class  "C"  building  is  now  in  course  of  con- 
struction  at  Hoffman   avenue   and   Alvarado    street   for  Engine   Co.   24. 

NEW    COMPANIES. 

During  the  year  the  following  new  companies  were  established  and  put  in 
service : 

Chemical  Co.  11,  at  the  quarters  of  Engine  Co.  25.  The  apparatus  con- 
nected with  this  company   is  motor  driven. 

Chemical  Co.  12,  which  went  into  service  in  a  new  building  on  Nineteenth 
avenue  between  Quintera  and  Rivera  streets. 

HYDRANTS. 

During  the  year  twenty-two  new  hydrants  were  installed  in  different  parts 
of  the  city,  ninety-one  were  reset  and  eighteen  were  discontinued,  making  a 
total  of  4,394  fresh  water  hydrants  supplied  by  the  Spring  Valley  Water  Co., 
and  twenty-nine  salt  water  supplied  by  the  Olympic  Salt  Water  Co.,  that  are  in 
service,  aside  from  the  hydrants  of  the  high  pressure  auxiliary  water  system, 
of  which  mention  is  made  elsewhere  in  this  report. 

DEPARTMENT   STABLES. 

There  are  at  present  373  horses  and  one  colt  in  the  department,  including 
those  used  for  relief  and  emergency  purposes.  During  the  past  year  twelve 
horses  were  purchased,  twenty-eight  condemned  as  unfit  for  active  service,  of 
these  horses  one  was  destroyed  on  account  of  an  incurable  injury,  eight  were 
transferred  to  the  Branch  Jail,  ten  to  the  Park  Commission,  and  nine  were  sold 
at  public  auction.  Pour  horses  died  during  the  year  from  various  diseases 
while  under  treatment,  one  dropped  dead  in  harness  from  heart  disease,  one 
was  destroyed  on  account  of  being  afflicted  with  rabies,  and  one  was  killed  by 
a  street  car  while  responding  to   an  alarm  of  fire. 

RETIRED    ON    PENSION. 

The  following  members  of  the  Department  were  retired  from  active  service 
on  pension  during  the  year: 

B.   F.   Currier,   Hoseman   Engine   Co.    23,    for  physical   disability. 
M.   J.   Farley,    Battalion   Chief,   for  physical   disability. 
Joseph  F.   Thompson,   Truckman  Truck  Co.   8,   for  physical   disability. 
W.  A.  Roebling,  Lieutenant  Engine  Co.  2,  for  physical  disability. 
John  Fay,   Captain  Engine   Co.   22,   for  physical  disability. 
Matthew  Brown,  Hoseman   Engine  Co.  8,  for  physical  disability. 
Lawrence  Ballantine,  Hoseman  Engine  Co.   26,  for  physical  disability. 
William   Wonderlich,   Hoseman   Engine   Co.   45,    for  physical   disability. 
Charles  Hewitt,  Engineer  Engine  Co.  23,  for  physical  disability. 
W.  A.   Serens,  Truckman  Truck  Co.   5,   for  physical  disability. 
George  McDonald,   Hoseman  Engine  Co.  23,   for  physical  disability. 
Henry  Welch,   Hoseman   Engine   Co.    26,   for  physical   disability. 
M.  J.  Dolan,   First   Assistant   Chief  Engineer,   full   time  of  service. 
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Howard  Holmes,   Lieutenant  Engine  Co.   4,   full   time  of  service. 

John  Wills,   Battalion  Chief,   full  time  of  service. 

Leo  M.   Castillo,  Truckman  Truck  Co.   12,   full  time  of   service. 

DEATHS. 

The  following  deaths  occurred  amongst  the  members  of  the  Department 
during  the  past  year: 

Alfred  Girot,  Hoseman  Relief  Engine  Co.  2,  October  25,  1912,  of  natural 
causes. 

Eugene  F.  Moran,  Truckman  Truck  Co.  3,  December  27,  1912,  of  fracture 
of  skull  caused  by  a  fall  while  on  leave  of  absence. 

James  M.  Kennedy,  Hoseman  Engine  Co.  21,  January  10,  1913,  of  tubercu- 
losis. 

John  Arata,  Lieutenant  Engine  Co.  28,  January  31,  1913,  killed  by  moving 
railroad  train  while  absent  from  duty  on  sick  leave. 

Michael  Drury,   Captain   Engine  Co.    35,   June   18,    1913,   of   Bright' s   disease. 

APPOINTMENTS,   RESIGNATIONS  AND  DISMISSALS. 

During  the  year  eighty-seven  appointments  of  members  and  employes  were 
made  in  the  department;  twenty  resignations  were  accepted,  and  three  dis- 
missals from  the  service  for  violations  of  the  rules  and  regulations  of  the 
Department. 

AUXILIARY  HIGH  PRESSURE  WATER   SUPPLY   SYSTEM  FOR  FIRE 
PROTECTION. 

There  is  now  completed  and  in  operation  seventy-two  miles  of  water  mains 
with  886  hydrants  connected  thereto  of  this   system. 

Repairs  have  been  made  to  the  reservoir  of  this  system  located  on  Twin 
Peaks  and  the  western  half  of  this  reservoir  is  now  practically  water  tight  and 
in  service.  A  force  of  men  are  now  engaged  in  finishing  the  eastern  half  in  a 
like  manner.  Any  leakage  or  seapage  which  may  possibly  get  through  the  con- 
crete covering  of  this  reservoir  will  be  caught  in  a  2,500  gallon  sump  and 
pumped  back  into  the  reservoir. 

The  Ashbury  Heights'  tank  has  been  completed  and  put  in  operation  during 
the  past  year.  , 

The  Jones  street  tank  is  about  ninety  per  cent  completed.  This  is  a 
circular  tank  about  sixty  feet  in  diameter  with  a  depth  of  about  thirty-five  feet, 
with  a  capacity  of  750,000  gallons  and  is  placed  at  an  elevation  of  339  feet. 
This  tank  is  intended  to  supply  the  lower  zone  of  the  system  or  that  part  of  the 
city  of  less  than  one  hundred  and  fifty  feet  elevation  above  sea  level.  It  is 
possibly  the  largest  concrete  tank  ever  constructed.  The  base  of  the  walls  are 
twenty  inches  thick  with  a  gradual  slope  to  the  top  and  has  two  20-inch  dis- 
charge pipes  leading  from  it. 

Pumping  Station  No.  2,  which  is  located  on  Government  ground  in  the 
vicinity  of  the  foot  of  Van  Ness  avenue,  is  now  ninety  per  cent  completed  and 
will  contain  four  multi-stage  turbine  pumps  of  similar  capacity  of  those  of 
Pumping  Station  No.  1,  viz.,  3,000  gallons  of  water  per  minute.  This  station 
will  also  be  required  to  furnish  to  the  Government  electrical  power  for  lights 
and  other  purposes  and  is  especially  equipped  therefor,  which  will  require  its 
continuous  operation  both  day  and  night.  Two  20-inch  discharge  lines  will 
connect  pumps  with  the  high  pressure  system  at  Van  Ness  avenue  and  Bay 
street.  One  of  these  lines  will  connect  with  the  upper  zone  and  the  other  with 
the  lower  zone  of  the  system. 
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Provisions  have  been  made  in  the  budget  for  the  employment  of  additional 
employes  for  the  high  pressure  system  but  the  positions  have  not  yet  been 
created,  consequently  we  have  at  the  present  time  insufficient  number  of  em- 
ployes to  properly  attend  to  the  repairs  and  upkeep,  and  owing  to  the  fact  that 
no  repairs  have  been  made  to  the  mains,  etc.,  since  May  7th  last,  the  leakage 
of  water  has  increased  from  145,000  to  225,000,  or  an  increase  of  80,000 
gallons. 

The  Panama-Pacific  Exposition  Co.  is  now  installing  a  high  pressure  water 
system  for  fire  protection  at  its  exposition  grounds.  Provisions  have  been  made 
to  connect  this  system  to  our  high  pressure  system  in  three  different  places, 
namely  on  Van  Ness  avenue  between  Bay  and  San  Francisco  streets,  Van  Ness 
avenue  near  Chestnut  street  and  in  the  Fort  Mason  reservation  opposite  Franklin 
street.  These  connections,  however,  will  only  be  of  a  temporary  nature,  termi- 
nating with  the  closing  of  the  exposition.  It  is  also  the  intention  to  erect  three 
fire  houses  in  the  grounds  and  to  install  two  fire  boat  connections  in  order  that 
the  fire  boats  can  connect  thereto  and  pump  into  the  high  pressure  mains  if 
required. 

RECOMMENDATIONS. 

I  respectfully  recommend  that  new  building  sites  be  procured  for  the  de- 
partment at  the  following  locations: 

Lot  in  the  vicinity  of  Plymouth  avenue  and  Lake  View  avenue,  50x100  feet, 
for  an  engine  company. 

Lot  on  the  south  side  of  Silver  street,  adjoining  the  rear  of  the  department 
lot  on  Bryant  street  formerly  occupied  by  Engine  Co.   10. 

Lot  in  the  vicinity  of  Eighteenth  and  Eureka  streets,  50x100  feet,  for  a 
hook-and-ladder   company   and   a   high  pressure   system   hose  wagon. 

I  would  also  recommend  the  erection  of  buildings  on  new  sites  recom- 
mended for  purchase  as  follows: 

Two-story  class  "C"  building  in  the  vicinity  of  Eighteenth  and  Eureka 
streets  for  a  hook-and-ladder  company   and  a  high  pressure   system  hose  wagon. 

Two-story  class  "C"  building  in  the  vicinity  of  Jones  and  Clay  streets  for 
a  hook-and-ladder  and  chemical   company. 

Two-story  class  "C"  building  in  the  vicinity  of  Diamond  and  Conrad  streets 
for  a  new  engine  company. 

Two-story  class  "C"  building  in  the  vicinity  of  Plymouth  and  Lake  View 
avenues  for  an  engine  company. 

Also  the  erection  of  buildings  on  sites  already  in  the  possession  of  the 
department,   as  follows: 

Two-story  class  "C"  building  at  Drumm  and  Commercial  streets  for  an 
engine  company,  a  hook-and-ladder  truck  company,  a  high  pressure  system  hose 
wagon,    a   monitor   battery   and   a  Battalion   Chief's  headquarters. 

Two-story  class  "C"  building  at  Twentieth  and  Kentucky  streets  for  En- 
gine Co.  16,  a  new  truck  company,  a  hose  tender  for  the  fire  boats  and  a  Bat- 
talion Chief's  headquarters. 

Two-story  class  "C"  building  on  San  Bruno  avenue  near  Twenty-fifth  street 
for  Engine  Co.   37  and  Truck  Co.  9. 

Two-story  class  "C"  building  on  the  north  line  of  Bryant  street,  west  of 
Third,  as  a  headquarters  for  a  Battalion  Chief,  Engine  Co.  35,  Truck  Co.  8 
and  Monitor  Battery  2.  These  companies  to  be  changed  from  their  present 
location  on  Bluxome  streets,  which  is  very  undesirable. 

Two-story  frame  building  in  the  rear  of  the  quarters  of  Truck  Co.  7  for 
use  as  a  carpenter  and  plumbing  shop  for  the  department. 

Four-story  class  "A"  building  on  Mint  avenue  near  Fifth  street  for  gen- 
eral   offices    and    headquarters    for    the    department    and    quarters    for    the    Chief 
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Engineer  an  Assistant  Chief  Engineer  and  a  drill  school  and  fire  college  fo.» 
members.  Also  quarters  on  the  lower  floor  for  Engine  Co.  17  and  a  truck  com- 
pany and  also  a  high  pressure  system  hose  wagon.  This  recommendation  calls 
for  special  consideration  as  the  establishment  of  general  headquarters  for  fire 
departments,  independent  of  other  branches  of  municipalities  is  now  in  vogue  in 
all   the  larger  cities  and  better  results  have  been   obtained  therefrom. 

There  are  a  number  of  companies  now  housed  in  buildings  that  are  totally 
unfit  for  habitation  by  the  members  of  the  companies  and  the  majority  of  which 
are  temporary  frame  structures  located  within  the  fire  limits.  More  modern 
structures  should  be  provided  for  these  companies  and  I  accordingly  make  the 
following  recommendations: 

Two-story  class  "C"  building  for  Engine  Co.  3,  Chemical  Co.  6  and  Mon- 
itor Battery  1,  now  temporarily  located  on  a  School  Department  lot  on  Pine 
street  near  Larkin. 

Two-story  class  "C"  building  for  Engine  Co.  4,  "Water  Tower  Co.  1  and 
Chemical  Co.   1  at  676  Howard  street. 

Two-story  class   "C"   building  for  Engine  Co.   5,   1219   Stockton   street. 

Two-story  class  "C"  building  for  Engine  Co.  8  and  Truck  Co.  4  at  1648 
Pacific  avenue.. 

Two-story  class  "C"  building  for  Engine  Co.  9  and  high  pressure  system 
hose  wagon  at  320  Main  street. 

Two-story  class  "C"  building  for  Engine  Co.  19  on  Market  street  between 
Tenth  and  Eleventh. 

Two-story  class  "C"  building  for  Truck  Co.  2  and  Chemical  Co.  5  at  643 
Broadway. 

Two-story  class  "A"  building  for  Truck  Co.  3  and  Chemical  Co.  4  in  the 
new  Civic  Center. 

Two-story  class  "C"  building  for  Truck  Co.  5  and  Chemical  Co.  2  at  1819 
Post  street. 

I  would  also  recommend  the  installation  of  the  following  additional  com- 
panies during  the  year: 

New  engine  company  at  Wilde  avenue  and  Girard  street.  The  building  for 
this  company  is  now  completed. 

New  engine,  truck  and  chemical  companies  on  Twelfth  avenue  near  Geary 
street.     This  house  is  also  completed  and  ready   for  occupancy. 

New  engine   company  in  the  vicinity   of   Conrad   and  Diamond   streets. 

New  hook-and-ladder  company  at  Eighteenth  and  Eureka  streets. 

New  hook-and-ladder  company  in  the  vicinity  of  Clay  and  Jones  streets. 

New  hook-and-ladder  company   at   Twentieth   and  Kentucky    streets. 

High  pressure   system  hose  wagon  at  Eighteenth   and   Eureka   streets. 

Chemical  company  in  the  vicinity  of  Clay  and  Jones  streets. 

I  would  also  recommend  the  installation  of  at  least  fifty  additional  street 
cisterns  for  fire  protection  purposes,  to  be  located  in  sections  of  the  city  that 
are  not  now  covered  by  the  mains  of  the  Spring  Valley  Water  Company  or  the 
high  pressure  auxiliary  water  system. 

In  this  connection  I  would  also  recommend  that  the  excavation  in  Howard 
street  at  its  intersection  with  Tenth  street,  which  was  formerly  used  by  the 
street  railroad  company,  and  which  could  be  converted  into  a  fire  cistern  of  from 
800,000  to  900,000  gallons  capacity  at  a  comparatively  small  expense,  be  uti- 
lized for  that  purpose. 

In  order  that  to  afford  sufficient  water  for  fire  protection  purposes  in 
outlying  districts  which  are  practically  without  fire  protection  in  this  respect, 
I  renew  my  recommendations   of  last  year  as   follows:  , 

Oceanside  District,  south  of  Golden  Gate  Park.  For  this  district  I  would 
recommend  that  connection  be  made  with  the  pipe  system  from  the  pumps 
supplying  Lake   Metson   in   Golden    Gate   Park  by  running   a    12-inch   pipe   from 
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the  same  through  the  Park  to  connect  to  the  new  cistern  installed  at  Forty 
seventh  avenue  and  Judah  streets  and  thence  running  through  intersecting 
streets  to  Forty-ninth  avenue  and  Pacheco  street.  By  this  means  the  said 
cistern  could  be  more  rapidly  filled  when  required.  Hydrants  could  be  con- 
nected to  this  main  at  desirable  points  which,  after  their  installation  could  be 
maintained   without    additional    cost    to    the    municipality. 

For  the  protection  of  that  portion  of  the  Sunset  and  Richmond  district 
that  is  now  lacking  in  water  supply,  I  would  recommend  that  a  reservoir  of 
5,000,000  gallons  capacity  be  constructed  in  the  vicinity  of  Twelfth  avenue 
and  Rivera  street  and  distributing  mains  laid  to  cover  the  entire  Sunset  dis- 
trict and  crossing  the  Park  to  the  Richmond  district.  The  water  to  supply  this 
reservoir  could  be  piped  from  the  Clarendon  Heights  reservoir.  If  this  be 
accomplished  the  serious  problem  of  providing  water  for  fire  protection  pur- 
poses for  that  portion  of  the  city  would  be  overcome,  as  the  entire  Sunset  and 
a  portion  of  the  Richmond  district  would  have  an  independent  water  supply 
amply  sufficient  for  all  purposes. 

I  would  also  recommend  that  a  12-inch  pipe  connection  be  made  with 
reservoir  in  Golden  Gate  Park  at  Grove  and  Stanyan  streets  and  that  hydrants 
be  connected  thereto  on  Stanyan  and  Fulton  streets,  as  the  Spring  Valley 
Water  Company's  pressure  is  very  low   in  that  location. 

In  the  district  west  of  Thirty-second  avenue  and  along  Geary  street,  I 
would  recommend  that  a  reservoir  of  3,000,000  gallons  capacity  be  constructed 
in  Lincoln  Park  to  be  supplied  from  the  ten-inch  main  which  the  Park  Com- 
mission has  installed  on  Thirty-ninth  avenue  from  the  Golden  Gate  Park  to 
Lincoln  Park.  The  water  to  supply  this  reservoir  could  be  obtained  from  the 
Murphy  windmill  in  Golden  Gate  Park,  or  if  this  arrangement  could  not  be 
carried  out  a  salt  water  supply  could  be  obtained  by  the  City  running  a  main 
from  the  Olympic  Salt  Water  Company's  main  on  Geary  street  to  the  reservoir 
and  having  the  water  pumped  thereto.  Mains  from  the  reservoir  could  be 
extended  along  Lake  and  Clement  streets,  thus  insuring  a  plentiful  supply  and 
ample  pressure  for  fire  protection  purposes  in  the  West  Richmond  District. 
Hydrants  could  then  be  installed  at  available  points  along  the  line  of  these 
mains. 

I  also  renew  my  recommendation  to  extend  the  district  in  which  the 
streets  signal  gongs  warning  traffic  to  cease  upon  the  approach  of  the  fire 
apparatus.  This  system  is  now  in  successful  operation  on  Market  street  from 
Second  to  Sixth,  and  I  favor  the  extending  of  the  same  from  First  to  Ninth  on 
Market,  also  on  Montgomery  street  from  Market  to  California,  Kearny  from 
Market  to  California,  Grant  avenue  from  Market  to  Bush,  Stockton  from  Mar- 
ket to  Post,  Powell  from  Market  to  Post,  and  on  First,  Second,  Third,  Fourth, 
Fifth  and  Sixth  streets  from  Market  to  Howard. 

I  recommend  the  standardizing  of  all  the  motor  driven  apparatus  of  the 
department  in  order  to  avoid  the  carrying  of  an  enormous  stock  of  extra  parts 
to  be  used  for  relief  purposes  and  parts  worn   out   through   continuous   service. 

I  would  again  call  attention  to  the  necessity  of  erecting  a  new  central 
fire  alarm  station  in  Jefferson  Square,  where  it  would  be  isolated  from  sur- 
rounding buildings  and  the  danger  from  fire  in  the  event  of  a  large  conflagra- 
tion thus  greatly  lessened.  Also  that  an  entire  new  fire  alarm  system  be  in- 
stalled   as    the   present   one    is    entirely    inadequate    and   unreliable. 

Some  progress  has  been  made  in  the  plan  to  convert  all  the  apparatus  < > f 
the  department  into  motor  driven  and  tractor  drawn  during  the  past  year  and 
we  have  now  seventeen  pieces  of  this  style  of  apparatus  in  the  department, 
which,  together  with  four  more,  contracted  for  but  not  yet  delivered,  will  make 
a  total  of  twenty-one  pieces  of  motor  apparatus  and  automobiles.  The  appro- 
priation for  the  ensuing  fiscal  year  will  not  permit  making  very  extensive  addi- 
tions   to    our   apparatus    and   hose    equipment,    but    will    allow    of   the   purchase   of 


10  FIRE   COMMISSIONERS 

the  following,  which  I  recommend:  Two  second  size  motor  driven  steam  fire 
engines,  four  combination  chemicals  and  hose  wagons,  one  two-wheel  tractor, 
one  straight  hose  wagon.  Also  10,000  feet  of  1%-inch  hose,  20,000  feet  of 
2%  -inch  hose,  and  5,000  feet  of  3-inch  hose  and  2,000  feet  of  3% -inch  hose. 

I  again  desire  to  call  attention  to  the  urgent  necessity  of  having  a  fire 
alarm  signal  station  so  situated  as  to  be  entirely  isolated  from  surrounding 
buildings,  as  the  safeguarding  of  this  branch  of  the  service  from  destruction  by 
fire  in  the  event  of  a  large  conflagration  is  most  essential  and  would  result 
in  a  material  reduction  in  the  insurance  rates.  The  machine  and  repair  shops 
connected  with  this  department  should  be  also  placed  elsewhere  than  in  the 
building  used  for  the  operation  of  the  fire  alarm  system. 

In  conclusion  I  desire  to  extend  my  sincere  thanks  to  your  Honorable 
Board  for  the  active  and  untiring  interest  always  manifested  by  you  in  matters 
pertaining  to  the  efficiency  and  advancement  of  the  department.  I  also  desire 
to  express  my  thanks  and  appreciation  to  the  officers  and  members  of  the 
department  for  the  commendable  maimer  in  which  they  have  performed  their 
required  duties  during  the  fiscal  year  just  ended. 

To  his  Honor,  the  Mayor,  the  heads  of  the  different  departments  of  the 
municipality,  the  Chief  of  Police,  and  members  of  his  force,  Fire  Marshall  Towe 
and  Superintendent  Comstock  of  the  Underwriters  Fire  Patrol,  Chief  Nixon  of 
the  Department  of  Electricity,  City  Engineer  O'Shaughnessy  and  his  assistants 
and  the  attaches  of  the  Architect's  office,  I  also  desire  to  extend  my  thanks  in 
appreciation  of  the  valuable  assistance  they  have  rendered  the  department 
whenever  the  opportunity  presented  itself. 

Rspectfully   submitted, 

THOS.   R.    MURPHY, 
Chief  Engineer,    S.  F.   F.   D. 
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Board  of  Fire  Pension  Fund  Commissioners 


San  Francisco,  July  9,    1913. 
To  the  Honorable  James  Rolph,  Jr., 

Mayor  of  the  City  and  County  of   San  Francisco. 
Sir: — In    compliance    with    Article    XVI,    Section    9,    of    the    Charter    of    the 
City    and    County   of    San    Francisco,    the    Board   of   Fire   Pension    Fund    Commis- 
sioners  herewith    present    and    submit    their    report    for    the    Fiscal    Year    ending 
June  30th,   1913. 

ORGANIZATION. 

The  Board  of  Fire  Pension  Fund  Commissioners  as  now  constituted  consists 
of  four  members  and  a  secretary,  namely  : 

WM.    H.    HAMMER Term   expires  January    8th,    1917 

H.   U.   BRANDENSTEIN Term  expires  January   8th,   1916 

JAMES  E.  DILLON Term   expires   January    8th,    1915 

EUGENE  E.  PFAEFFLE ..Term   expires   January    8th,    1914 

H.  L.  KEEFE Secretary 

During  the  year  the  following  named  members  of  the  Fire  Department  were 
pensioned  under  the  provisions  of  Article  9,  Chapter  7,  Section  4  of  the  Charter, 
namely : 

Benjamin  F.  Currier.  Hoseman  Engine  Company  No.  23,  for  disability 
through  injuries  received  in  the  discharge  of  duty.  Pensioned  July  1st,  effective 
July  1st,   1912. 

Matthew  J.  Farley,  Battalion  Chief,  for  disability  through  injuries  received 
in  the  discharge  of   duty.      Pensioned  July    1st,   effective  July   1st,   1912. 

William  A.  Roebling.  Hoseman  Engine  Company  No.  34,  for  disability 
through  injuries  received  in  the  dischange  of  duty.  Pensioned  October  25th, 
effective  November  1st,   1912. 

John  Fay,  Captain  Engine  Company  No.  22,  for  disability  through  injuries 
received  in  the  discharge  of  duty.  Pensioned  October  29th,  effective  November 
1st,   1912. 

Matthew  Brown,  Hoseman  Engine  Company  No.  8,  for  disability  through 
injuries  received  in  the  discharge  of  duty.  Pensioned  October  29th,  effective 
November  1st,   1912. 

Joseph  F.  Thompson,  Truckman.  Truck  Company  No.  8,  for  disability 
through  injuries  received  in  the  discharge  of  duty.  Pensioned  November  29th, 
effective  December  1st,   1912. 

Lawrence  Ballantine.  Hoseman  Engine  Company  No.  36,  for  disability 
through  injuries  received  in  the  discharge  of  duty.  Pensioned  December  20th, 
1912,   effective  January    1st,    1913. 

William  Wonderlich,  Hoseman  Engine  Company  No.  45,  for  disability 
through  injuries  received  in  the  discharge  of  duty.  Pensioned  December  20th, 
1912,  effective  January   1st,   1913. 
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Charles  Hewitt,  Engineer  Engine  Company  No.  23,  for  disability  through 
injuries  received  in  the  discharge  of  duty.  Pensioned  January  17th,  effective 
January  18th,    1913. 

William  A.  Serens,  Tillerman  Truck  Company  No.  5,  for  disability  through 
injuries  received  in  the  discharge  of  duty.  Pensioned  January  24th,  effective 
February   1st,  1913. 

George  McDonald,  Hoseman  Engine  Company  No.  23,  for  disability  through 
injuries  received  in  the  discharge  of  duty.  Pensioned  June  2nd,  effective  July 
1st,  1913. 

Henry  Welch,  Hoseman  Engine  Company  No.  26,  for  disability  through 
injuries  received  in  the  discharge  of  duty.  Pensioned  April  8th,  effective  from 
March  20th,  1913,  date  of  application  for  same. 

During  the  year  the  following  members  of  the  Fire  Department  were  retired 
under   the  provisions  of  the  Charter,    Section  3,   Chapter  7,   Article   9;   namely: 

John  McCluskey,  Battalion  Chief,  who  had  served  as  an  active  member  of 
the  Fire  Department  for  twenty-two  years  continuously.  Pensioned  June  13th, 
effective  July   1st,   1912. 

Joseph  Sawyer,  Watchman  in  Corporation  Yard,  who  had  served  as  an 
active  member  of  the  Fire  Department  for  twenty-five  years  continuously.  Pen- 
sioned June  26th,  effective  July  1st,   1912. 

M.  J.  Dolan,  First  Assistant  Chief  Engineer,  who  had  served  as  an  active 
member  of  the  Fire  Department  for  forty  years  continuously.  Pensioned  July 
31st,  effective  August  1st,  1912. 

Howard  Holmes.  Lieutenant  Engine  Company  No.  4,  who  had  served  as  an 
active  member  of  the  Fire  Department  twenty-eight  years  continuously.  Pen- 
sioned April  25th,   effective  from  April  22nd,  1913,   the  date  of  application. 

John  Wills,  Battalion  Chief,  who  had  served  as  an  active  member  of  the 
Fire  Department  for  forty-six  years  continuously.  Pensioned  June  25th,  effect- 
ive July  1st,  1913. 

Leo  M.  Castillo,  Truckman,  Truck  Company  No.  12,  served  as  active  mem- 
ber of  the  Fire  Department  for  twenty  years.  Pensioned  June  25th,  effective 
July  7th,   1913. 

During  the  year  the  following  widows  of  firemen  who  were  killed  in  the 
discharge  of  duty,  or  who  received  injuries  which  resulted  in  death,  were  pen- 
sioned under  the  provisions  of  the  Charter,  Section  5,  Chapter  7,  Article  9, 
namely : 

Mrs.  Mary  Basney  Hall,  widow  of  Fremont  S.Hall.  Pensioned  July  23rd, 
effective  August  1st,    1912. 

Mrs.  G.  Rapp,  widow  of  Gustave  Rapp,  pensioned  October  14th,  effective 
from  August  23rd,  date  of  death  of  husband. 

Mrs.  Annie  Farley,  widow  of  Matthew  Farley.  Pensioned  October  25th, 
effective  from  September  1st,   1912.  date  of  death  of  husband. 
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LIST    OF    PENSIONERS   JIT^Y    1st,    1912,    TO   JUNE    30th,    1913. 


NAME. 

Pension    Effective. 

Amount 

per 
Quarter. 

$135.00 

April    23,    1892 

135.00 

210.00 

135.00 

July    28,    1894 

135.00 

135.00 

210.00 

O'Neill.    Edward    

135.00 

135.00 

135.00 

210.00 

135  00 

July    1,    1900 

120.00 

120.00 

Wolf.  Joseph 

120.00 

150.00 

150.00 

180.00 

150.00 

150.00 

150.00 

April    1,    1903 

180.00 

June  1,   1903 

150.00 

180.00 

150.00 

180.00 

150.00 

168.75 

150.00 

180.00 

150.00 

180.00 

150.00 

Reilly,    J.    W 

April    30,    1906 

225.00 

180.00 

135.00 

May   18.   1906 

499.95 

135.00 

150.00 

150.00 

180.00 

150.00 

150.00 

O'Brien,  Maurice  J 

Tulv    1,    1907 

150.00 

Fernandez,  T.  M 

262.50 

150.00 

July   1,    1908 

232.50 

180.00 

Wells,   Geor-e  F 

180.00 

Franks,    Mrs.    Nellie 

150.00 

Balk,    Stephen   S 

180.00 

Kelly,    William    E 

232.50 

180.00 

180.00 

April    16,    1909 

232.50 

180.00 

July     1,     1909 

180.00 

180.00 

October     16,     1909 

October    16,     1909 

180.00 

180.00 

Schill,    Alfred    

150.00 

337.50 

March    16,    1910 

624.99 

McKittrick,    Edward    F 

March    16,    1910 

337.50 

June    4,    1909 

150.00 

Guardian  for  Johnson  Minors. 
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LIST  OF  PENSIONERS  JULY   1st,   1912,   TO  JUNE    30th,    1913.— Cont'd. 


NAME. 

Pension    Effective. 

Amount 

per 
Quarter. 

March    16,    1910 

180.00 
180.00 
180.00 
180.00 
180.00 
337.50 
180.00 
180.00 
180.00 
180.00 

April    2,    1910 

July  1,  1910 

July  1,  1910 

Julv  1,   1910 

July  1,   1910 

July  1,  1910 

July  1,  1910 

July  8,  1910 

Smith,   Charles  P 

August   1,    1910 

Gorter,   Henry  H 

August   1,    1910 

October  4,  1910 

April  4,   1910 

June   1,   1911 

180.00 
180.00 

May   1,    1911   

Casebolt,    William   S 

Julv   16,    1911 

June    1,    1911 

210.00 

Baker,    Mrs.    Catherine   

September   4,    1910 

165.00 
150.00 
135.00 

March      1,    1912 

Ahearn,   Mrs.  Teresa  

March    18,    1912 

April    2,    1912 

■May     1,     1912 

180.00 
213.75 
180.00 

Miskel,    Mrs.    Minnie   ... 

June    26,     1912 

Raffestm,    Mrs.    Jessie   . 

January     fi,     1912 , 

McCluskev,   John  «...  . 

Julv    1,    1912 

Parley,  Mrs.  Annie  

September  1,    1912 

Julv    1,    1912 

Sawyer,   Joseph   .... 

July    1,    1912. 

180.00 

Dolan,    M.   J 

August   1,   1912 ■. 

August   1,   1912 

Hall,  Mrs.  Marv  B 

Roehling,  Wm.  A 

Fay,  John 

November    1.    1912 

December  1,  1912 

165.00 

180.00 
180.00 

Hewitt,  Chas.  F 

January   18.   1913 

February   1,    1913 

March  20,  1913 

210.00 

180.00 

180.00 

Holmes,  Howard  

April    22,    1913 

213.75 

Pension  allowance  to  Mrs.  Elizabeth  Meehan,  Guardian  for  Raymond  and 
Anita  Meehan,  ceased  on  March  16,  1913,  the  youngest  child  having  reached  the 
age  of  sixteen  years. 


During  the  year  the  following  deaths  occurred: 

Mathew   Farley  Died  Aug.  25,  1912 

John   Clements   Died  Feb.  9,  1913 

B.    B.    Lawrence    Died  April  1,1913 

Mrs.   Catherine  Andrews  Died  Mar.  10,1913 

Mrs.    Mary    A.    Stroud    Died  April  23,1913 

Patrick    Canty     Died  June  24,  1913 
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APPROPRIATIONS  AND  EXPENDITURES. 

Appropriated   by   Board   of    Supervisors  July    1,   1912 $70,000.00 

Transferred    from    General    Fund    to    Firemen's    Relief    and    Pension 

Fund    June    23,    1913 17,000.00 

$87,000.00 

PENSIONS  PAYABLE. 

First  Quarter   ending   September   30,    1912 $20,487.09 

Second   Quarter  ending   December   31,    1912 20,557.44 

Third  Quarter  ending   March   31,    1913 21,256.24 

Fourth   Quarter   ending   June   30,    1913 21,121.44 

Salary   of   Secretary    and   expense 600.00        84,022.21 

$   2,977.79 
Respectfully   submitted, 

BOARD  OF   FIRE   PENSION  FUND    COMMISSIONERS. 


